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Message Text 



UNCLASSIFIED 

PAGE 01 M AN AGU 04499 16I640Z 
46 

ACTION FBO-OI 

INFO OCT-OI ISO-00 AID-07 /009 W 

014637 

R 16I600Z NOV 73 
FM AMEMBASSY MANAGUA 
TO SECSTATE WASHDC 2919 

UNCLAS MANAGUA 4499 

E. O. 1 1652: N/A 
TAGS: ABLD, NU 

SUBJECT: USAID OB - ELECTRICAL SUPPLIES 

1 . REF TELECON MORRISON HENDON NOVEMBER 1 1 . REQUEST DEPARTMENT 
ISSUE PURCHASE ORDER TO WESTCO WASHINGTON FOR 8000 FT. BX CABLE 
SHIPPED EAF AIR BILL DCA 56572. 

2. ADMIN RESERVATION $1040 ESTABLISHED FOR BX CABLE. APPROP- 
RIATION 72-1141004, ALLOTMENT 454-50-524-00-31-41, OBLIGATION 
40149. 

3. CABLE ADVISE WHEN PURCHASE ORDER ISSUED TO ENABLE USAID 
OBLIGATE FUNDS. 

SHELTON 



UNCLASSIFIED 



NNN 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 16 NOV 1973 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973MANAGU04499 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: MANAGUA 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: linki 973/newtext/t1 9731 129/aaaaavfg. tel 

Line Count: 39 
Locator: TEXT ON-LINE 
Office: ACTION FBO 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: kelleywO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 04 FEB 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <04-Feb-2002 by maustmo; APPROVED <25 FEB 2002 by kelleyw0> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: USAID OB - ELECTRICAL SUPPLIES 
TAGS: ABLD, NU 
To: STATE 
Type: TE 
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